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Lb September 1963 


MEMORANDUM FOR: Director of Central Intelligence 

SUBJECT : Comparative Time Scale of the 

A -12. B-58, B-70 

At /our request* the attached memorandum is forwarded 
for /our information. W e shall be glad to expand on any points 
if you so desire. 
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EDWARD ». GILLER 
Assistant Deputy Director 
(Science It Technology) 
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